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TO USDOC WASHDC 
AMEMBASSY BEIRUT 
INFO SECSTATE WASHDC 1526 

UNCLAS BAGHDAD 0024 

BEIRUT FOR RTDO 

EO 11652: N/A 
TAGS: BEXP, IZ 

SUBJECT: EARLY WARNING: BANK ALARM SYSTEM 

1. DIRECTORATE GENERAL OF RAFIDAIN BANK REQUESTED 
USINT ON JAN 8 TO FURNISH NAMES AND ADDRESSES OF U.S. 
MANUFACTURERS OF ALARM NETWORK SYSTEM AGAINST THEFT. 
THEY INTEND TO INSTALL SYSTEM IN CENTRAL BUILDING AND 

60 BRANCHES IN BAGHDAD. WE PROVIDED NAMES OF MAJOR 
U.S. COMPANIES LISTED IN THOMAS REGISTER. 

2. SUGGEST THAT INTERESTED U.S. COMPANIES WRITE AND 
SUBMIT QUOTATIONS TO MR. ALA' EDDINE AL-HAIDARI, ASST. 
DIRECTOR GENERAL, DIRECTORATE GENERAL, RAFIDAIN BANK, 
BAGHDAD. 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BAGHDA00024 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750013-1014 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 64/aaaacdqc.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 
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